CHURCH  OF  THE  ADVENT 

Marion.  South  Carolina 
Organized  in  1867,  this  Episcopal  Church  was 
built  in  1880  and  renovated  in  1928.  The  Parish 
House  was  built  in  1936.  Three  Bishops  of  the 
American  Church  were  clergymen  of  the  Church 
of  The  Advent. 
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